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Message Text 

UNCLASSIFIED 

PAGE 01 STATE 128367 
ORIGIN EA-09 

INFO OCT-01 EUR- 1 2 ISO-OO OES-07 CIAE-00 INR-07 
NSAE-00 EB-07 INRE-00 /043 R 

DRAFTED BY EA/K:FHMISCH:JCM 
APPROVED BY EA/K:EHURWITZ 
OES:V ADLER (SUBS.) 

031850Z 058129/40 

O R 031831Z JUN 77 
FM SECSTATE WASHDC 
TO AMEMBASSY LONDON IMMEDIATE 
INFO AMEMBASSY SEOUL 

UNCLAS STATE 128367 

E.O. 11652: N/A 

TAGS: EQIP, TECH, KS, US, UK 

SUBJECT: KOREAN ELECTRICAL UTILITY SURVEY TEAM 
FOR KAUFMAN, ENERGY ATTACHE 
REF: LONDON 09185 

1 . SCHEDULE REQUESTED BY KOREANS HAS BEEN ARRANGED FOR 
MAJORITY OF CALLS. 

2. WHEN GROUP REACHES NEW YORK, THEY SHOULD PLAN FOR 
MEETING AT EDISON ELECTRIC INSTITUTE AT 0930 MONDAY 
JUNE 6. CONTACT MR. THOMAAS H. BURBANK 573-8811. 

OFFICES ARE AT 90 PARK AVENUE, 3RD FLOOR. 

3. MEETING SCHEDULED FOR EBASCO MONDAY AFTERNOON. 

DELEGATION INVITED TO LUNCHEON, IF CONVENIENT. PLEASE 
CALL MONDAY MORNING: MR. ROBERT E. BERG, VICE PRESIDENT, 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 STATE 128367 

INTERNATIONAL DIVISION. 785-8648. 

4. REMAINDER OF SCHEDULE: 

6/7 - FREE; 6/8 - FEA, WASHINGTON; 6/9 - FPC; 

6/10-12 - FREE; 6/13-14 - PG AND E, SAN FRANCISCO; 

6/15 - EPRI, PALO ALTO; DEPART FOR HAWAII. VANCE 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 -Jan-1 994 12:00:00 am 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: SURVEYS, ELECTRIC POWER 

Control Number: n/a 

Copy: SINGLE 

Sent Date: 03-Jun-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977STATE1 28367 

Document Source: CORE 

Document Unique ID: 00 

Drafter: FHMISCFLJCM 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D7701 98-1 029 
Format: TEL 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t19770692/aaaadcmq.tel 

Line Count: 61 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 
Message ID: 6aad4685-c288-dd11-92da-001cc4696bcc 
Office: ORIGIN EA 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 77 LONDON 9185 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 19-0ct-2004 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 2283823 
Secure: OPEN 
Status: NATIVE 

Subject: KOREAN ELECTRICAL UTILITY SURVEY TEAM FOR KAUFMAN, ENERGY ATTACHE 
TAGS: EQIP, TECH, KS, US, UK 
To: LONDON 
Type: TE 
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